Ultra Low Tar Filter Segment 
1989 Market Share 


RJR - 40.8 



AB - 40.8 


1989 Market Share (1.6%) 

Total Volume - 8.3 Billion Units 


*48T6CTZ0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/jnklOOOO 


